(WITH RHEOSTAT) 


REVISIONS 


REV DESCRIPTION APPROVEDIDATE 

ADDED WASHER, ITEM #9 
UPDATED PART LIST. stolen 

DELETE FIN 1 AND REVISE BOM. ADDED FINISH NOTE 


ADDED FN2, MOVED ALL WASHERS TO 7/12/06 
INSIDE OF HOUSING JSS 


E |UPDATED NOTES; CORRECTED BOM; 4/2/08 
UPDATED IMAGE OF HOUSING, LIGHT CLB 
AND AIR VENT 


OPTIONAL: USE ADDITIONAL WASHERS TO SHIM AS REQUIRED 


OPTIONAL: USE G10012 TRIMMED LIGHT FIXTURE 


10 1 G10011 RHEOSTAT MODIFIED GENEVA 
FLAT WASHER, 376 X.069 
KNOB 
SELF-LOGKING NUT 
SCREW, WASHER HEAD, #652 38 
DOME LIGHT WIRING HARNESS 
LIGHT FIXTURE 
HOUSING, DOME LIGHT #2 
DRAWN DATE 
ie se snr ences, | ae ee 


D.T. 
CHECKED DATE 
UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES DESIGNED DATE AV I A T I = N 
TOLERANCES ARE: = 
FRACTIONS DECIMAL — ANGLE: i DOME LIGHT AIR VENT 


+1/8" 


X  +.050 +2° APPROVED DATE 
2 eo GLH 8-11-94 ASSEMBLY #2 


Dr Numbe 
THIS DOCUMENT INCLUDES INFORMATION PROPRIETARY eae GA129-12 
TO GENEVA AVIATION AND SHALL NOT BE USED OR DUPLICATED BY 


Pro Ni SIZE 
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